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2 3 MAR 1983 


STAT 


STAT 


Smith, Hinchman § Grylla Associates, Inc. 

455 West Fort Street 
Detroit, Michigan 48226 

Attention: Mr. Wm. Everett Medling 

Gentlemen; 

The following information is forwarded per your 
request: 

1. 1982 steam flow charts 

2, March 1982 -December 1982 outside temperature readings 

Sincerely, 


Building Planning Staff 
Office of Logistics 


2 Enclosures 


Distribution: 

Orig - Adse, w/encls 

OL/BPS (File: Agcy transmittals to SH§G) , w/o ends 
1 - OL/BPS Chrono, w/o ends 


OL/BPS 


(22 Mar 83) 
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